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GRACE  EPISCOPAL  CHURCH 
Yorktown,  Va. 
This  church  was  built  of  native  marl  about      .  • 
1R07.   During-  the   Siege  of  17S1  the  church  ^. 
was  used  as  a  powder  magazine  by  the  Brit-  ^ 
ish.  The  church  was  partly  burned  in  the 
great  fire  of  1814  and  was  rebuilt  in  1825.  g 
During    the    War   Between    the    States,    it  ^ 
served  as  a  hospital  for  the   Union  Army. 
Among  the  graves   in   the   churchyard  are 
those    of   members    of   the    Nelson  family. 
prominent  in  the  history  of  the  Virginia  Col-  'Zjs 
any.  The  church  was  restored  in  1926.  -t-- 
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